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PAGE 01 IAEA V 03522 0101 1 1Z 
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ACTION 10-13 

INFO OCT-01 ISO-OO OES-06 OIC-02 /022 W 

121766 

R 300920Z APR 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 7465 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 3522 

DEPT PASS IO/SCT 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, PARM, TECH 

SUBJECT: IAEA CONSULTANTS MEETING ON SAFEGUARDS INSTRUMEN- 
TATION INSTALLED AT IRRADIATED FUEL REPROCESSING FACILITIES, 
MAY 10-14, 1976, VIENNA 

REF: (A) IAEA VIENNA 3025, (B) AMMONS/GABBERT TWX 281901Z 
APR 76 

1 . RE RESERVATION FOR MOLEN, CLARK ON AGENCY STAFF 
ADVISES THAT, AT REQUEST OF LOREN STIEFF, HE RESERVED 
DWB AT PENSION SUZANNA. 

2. ASSUMING GLEN HAMMOND IS ALSO NOMINATED TO ATTEND, 
MISSION WILL USE ROOM RESERVED FOR MOLEN AT PENSION 
WIENER FOR HAMMOND. REQUEST ARRIVAL TIME 

AND DEPARTURE.STONE 
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Copy: SINGLE 
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Disposition Action: n/a 
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Disposition Remarks: 

Document Number: 1976IAEAV03522 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 66-0828 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976044/aaaaacox.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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Reference: 76 IAEA VIENNA 3025 
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Review Authority: ellisoob 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA CONSULTANTS MEETING ON SAFEGUARDS INSTRUMEN- TATION INSTALLED AT IRRADIATED FUEL REPROCESSING 
FACILITIES 
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